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| 25X1A2g 


5 December 1961 
THR +: Chief of Steticn, 


Deputy Chief, Real Botate end Construction Division, OL 


Delegation of Authority 


@ hereby aithorized os Station Bagi meer’, 
EEE, to cessor for this Office Mold modifications 
zoned eovering errore or omissions in design for Construction. 
Contracts et provided: 


- 25X1A2q 
' a. Suah modificrtions do not result in & 
| change im scope of the project. 


| bd. The proposed changes do not result In 

| additional costs exceeding $2000 per modification 
. end, 

: e. Funds ave available in the Project Con- 
struction account. 


a, Such modifiemtions will be reported 
weekly in the Station Construction Report. 


a, his authority is not to be redelegeted. 
Metribuvion: 
res 


Orig. & 1 - Address 
OL/PLL 


L bed . 
CY) - WfRECD Project 
1 + OL/RECD Chrono 


o1/RECD/CB: end / 3023 
25X11 Aga (15 15 el 
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